DEPARTMENT OF THE ARMY 

US ARMY INTELLIGENCE AND SECURITY COMMAND 
FORT GEORGE G. MEADE, MARYLAND 20755 

ATTENTION OF: 

IAGPA-F-SD 19 Feb 85 

SUBJECT: Approval of Memorandum of Agreement 



Dr. Jack Vorona 

Assistant Deputy Director for Scientific 
and Technical Intelligence 
Defense Intelligence Agency 
Bolling Air Force Base 
Washington, DC 


1. (S/NF/WNINTEL) The Commanding General, USA I NS COM and 
Assistant Chief of Staff, Intelligence, Headquarters, Department 
of the Army have approved the Memorandum of Agreement (MOA) that 
will attach the INSCOM CENTER LANE Project (ICLP) to DIA in an 
operational control (OPCON) status for a period not to exceed 
one year from date of implementation. The MOA attached as 
Inclosure is provided for your review and approval. 


2. (U) CG, INSCOM signed the MOA on 11 February 1985. Next 

step in the process would be to submit the document to Director, 
DIA for signature. We are enclosing the signed MOA to enable 
you to expeditiously accomplish this action. Please return the 
signed original to this office for retention. 


1 Incl 
as 



LTC , MI 

CENTER LANE Project Manager 


CLASSIFIED BY: CG, INSCOM 

DECLAS : OADR 


Approved For Release 
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